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READ CAREFULLY 

AUGUST I, 1936 

ALL ORDERS TAKEN ARE SUBJECT TO THE FOLLOWING CONDITIONS: 
Prices, terms and freight allowances herein published supersede all others, 
and are subject to change without notice. 

All prices apply to ware only and do not include fittings unless specifically 
mentioned. 

GOODS IN TRANSIT: All goods are inspected, checked and packed by exper- 
ienced men. Every precaution is taken against breakage and other damages. 
Our responsibility therefore, ceases upon delivery of goods in good condi- 
tion to the carrier. 

FREIGHT ALLOWANCES on shipments of Washington-Eljer Enamel Ware Fix- 
tures are as follows: 

Carload* rate of freight will be allowed on all shipments of 200 pounds or 
more with the following exceptions: 

Manufacturing Points including Points where competitive Manufacturers have 
Branch Warehouses, in which case, full freight will be allowed except on 
Steel Sink Cabinets which are F. O. B. Los Angeles. 

With the above exceptions, no freight allowance will be made on shipments 
of less than 200 pounds. 

We reserve the right to equalize freight on shipments with allowances of 
competitive manufacturers. 

In no case will freight allowance be in excess of actual freight paid and we 
reserve the right to select the transportation facilities. 

Freight allowances are subject to change without notice. 

GUARANTEE: In accordance with the uniform Guarantee adopted by The 

Plumbing Fixtures Industry, we guarantee WASHINGTON-ELJER Enamel 
Ware against manufacturing defects. If any item proves defective due 
to faulty workmanship or material within one year after installation, a new 
article of the same type and size will be furnished. No labor or other conse- 
quential damages will be allowed. 

SPECIAL ORDERS: Orders for colored ware, special fixtures, or fixtures requir- 

ing drilling, will not be subject to change or cancellation after production 
has been started. 

CLAIMS: All Enamel Ware fixtures are rigidly inspected and will be replaced 
only after being inspected by our representative and our permission obtained 
for return of fixtures. 

A 10% handling charge will be made on all fixtures returned without our 
permission. 

TAX: Any Manufacturers Sales Tax which may become effective will be added 
to these prices. 

No Representative or Agent has the power or authority to change any of 
the above conditions. 

Changes in Conditions or Prices are valid only if issued in writing from the 
Los Angeles Office. 

Enamel Ware fixtures are made in the following Colors: 



No. 1 — Orquida Sierra 


No. 


7 — Castano Brown 


No. 2 — Celeste Blue 


No. 


8 — Marfil Yellow 


No. 3 — Real Blue 


No. 


9 — Carmine Red 


No. 5 — Azabache Black 


No. 


10 — Imperial Ivory 


No. 6 — Marino Green 


No. 


1 1 — Turquoise Blue 



No. 12 — Peach 



WASHINGTON-ELJER COMPANY, 

Los Angeles, California 




I 



Washington-Eljer Pottery and Foundry 

It is no longer necessary for anyone on the Pacific Coast to experiment with unknown makes of Plumbing Fixtures. 
Due to our Pacific Coast location we are able to offer a very prompt service in the way of delivery and service. 

The Washington Iron Works was established in 1896 and has developed and built up its business of quality 
and design and has attained a most enviable position in the Porcelain, Cast-Iron Plumbing Fixture Industry. 

The Eljer Company was established in 1905 and has developed one of the most complete and popular accepted 
lines of Vitreous China Plumbing Fixtures in the United States. 

In the year 1931 the two companies united their interests in forming the Washington-Eljer Company of California. 



ABBREVIATIONS USED IN THIS CATALOG 



A. R. Enam. = Acid Resisting Enamel. 
L. H.= Left Hand. 

R. H.= Right Hand. 

C. P. = Chromium Plate. 

Sgle. = Single 



w/^ With. 

Ptd.— Painted 

P. 0. = Patent Overflow. 

Ldry.^ Laundry. 

Dble. = Double 



THE WASHINGTON-ELJER COMPANY 

MANUFACTURERS OF COMPLETE LINES OF 

DOMESTIC AND COMMERCIAL GUARANTEED PLUMBING 
FIXTURES MADE OF 

CAST-IRON, PORCELAIN ENAMEL AND GENUINE VITREOUS 
CHINA IN WHITE, PASTEL COLORS AND 
ACID-RESISTING WARE 
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PRINTED IN U S. A. 




WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 




PLATE 

No. 



Wgt. 

Lbs. 



NAME 



DESCRIPTION 



Size 

Inches 



Reg. Enam. A.R. Enam. 
White White 



A.R. Enam. 
Color 



W-90-L.H. 



565 



MIRAMAR — Corner, 



5' 



49.90 



56.16 



62.36 



W-92-R.H. 



580 



New Style, Paneled 
Apron, Beveled Inside 



5'/a' 



56.30 



63.36 



70.36 



For trim as shown w/ 
trip lever drain, add 
approx. 11.60* 



MIRAMAR CORNER BATH 
W-90 L.H. W-92 R.H. 




MARVISTA RECESS BATH 
W-95 L.H. W-97 R.H. 



450 

530 



MARVISTA — Recess, 
New Style, Paneled 
Apron, Round Inside 



For trim as shown w/ 
trip lever drain, add 
approx. 11.60* 

(Length Overall) 
5'.0'’=60'/2"; 5'-6"=66'/ 2 " 






5’ 



44.97 

50.57 



50.57 

56.89 



56.23 

63.22 




W-98-L.H. 



W-I00-R.H. 



1 

}> 

J 



ALTADENA CORNER BATH 
W-98 L.H. W-100 R.H. 



530 

565 



ALTADENA — Corner 
New Style, Paneled 
Apron, Round Inside 



For trim as shown w/ 
trip lever drain, add 
approx. 11.60* 



5' 

5l/ 2 ' 



49.90 

56.30 



56.16 

63.36 



62.36 

70.36 




W-99-L.H. j 
W- 1 01 -R.H. ) 



ALTADENA RECESS BATH 
W-99 L.H. W-I0I R.H. 



460 

440 

480 



ALTADENA — Recess, 
New Style, Paneled 
Apron, Round Inside 



4l/ 2 * 

5' 

5l/ 2 ' 



41.64 

44.97 

50.57 



46.84 

50.57 

56.89 



52.03 

56.23 

63.22 



For trim as shown w/ 
trip lever drain, add 
approx. 11.60* 

(Length Overall) 

4'-6"=53"; 5 , -0"=59l/ 4 M 
5 , -6"=65 i /2 m 



N.B. — ^Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 
A-2 Consult your Master Plumber for exact prices. 



9-1-36 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 



PLATE 

No. 



W-106 




CALIFORNIA BUILT-IN BATH 
W- III. 30 Inches Wide 




W-I2I-L.H. 



W-I23-R.H. 



FRESNO CORNER BATH 
W-I2I L.H. W-123 R.H. 




FRESNO RECESS BATH 
W-125 L.H. W-126 R.H. 



W-138 



W-139 



GRAMERCY ROLL RIM BATH 
W-138, 30 Inches Wide 





WELWYN FLAT RIM BATH 
W-140, 30 Inches Wide 





WgL 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 




460 


AVALON— Flat Rim, 


5'/ 2 ' 


83.95 


94.47 


104.94 






36" Wide. (Same as 
W- 1 1 1 except 36" 
wide.) 
















(Length Overall) 














5'-6"=66" 












300 


CALIFORNIA — Flat 


4'/ 2 ' 


35.31 


39.71 


44.18 




290 


Rim, regular 


5' 


36.64 


41.24 


45.84 




360 




SW 


45.10 


50.76 


56.36 




400 


For trim as shown w/ 
trip lever drain, add 
approx. 11.60* 


6' 


76.95 


86.55 


96.21 






(Length Overall) 

4'-6' — 56'/2 m ; 5 , -0"=6l" 
5’.6"=67"; 6 , -0”=74l/2 M 












335 


FRESNO — Corner 


W 

5' 


37.84 






380 


Roll Rim, Enameled 


39.57 






J 


410 


Inside. 


51 / 2 ' 


44.57 










For trim as shown w/ 
connected drain and 














overflow, add approx. 9.42* 










1 


335 


FRESNO — Recess, 


W 

5’ 


37.84 






y 


380 


Built-in, Roll Rim, 


39.57 






I 


410 


Enameled Inside. 

For trim as shown w/ 
connected drain and 
overflow, add approx. 9.42* 

(Length Overall) 

4 , -6"= 54"; S'-0"=bOW' 


5l/ 2 ’ 


44.57 










5'-6"=66" 












250 


SRAMERCY— Roll 


4' 


19.32 








265 


rim on legs. 


4'/2* 

5' 


19.32 








270 




22.59 








330 




5I/2 1 

6' 


27.98 








370 




34.98 








290 


RIVERSIDE, Roll Rim 
on Legs 26" wide. 
Same type as above. 


5' 


22.59 










For trim as shown w/ 
connected drain and 














overflow, add approx. 9. 1 1 * 












275 


WELWYN— Flat Rim 
Leg Escutcheons 


5' 


30.58 


34.52 


37.25 






For trim as shown w/ 
connected drain and 














overflow, add approx. 9. 1 1 * 











9-1-36 



N.B. — ‘Approximate prices on fittings are shown for comparative purposes only; due to wide variation 

Consult your Master Plumber for exact prices. 



design, weight, finish, etc. 
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WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 




SHOWER RECEPTOR 
W-150, With Apron 
W-152, Flat Rim 



PLATE 

No. 



W-l 50-L.H. 



Wgt. 

Lbs. 



200 



NAME 



DESCRIPTION 



SHOWER RECEP- 



Size 

Inches 



36x36 



Reg. Enam. 
White 



29.95 



A.R. Enam. 
White 



A.R. Enam. 
Color 



W-I52-R.H. 



250 



TOR, Apron or Flat 
Rim. 



42x42 



40.93 



For shower drain add 
approx. 4.00* 




W-I54-L.H. 1 

W-I54I/2 | 

R.H. 



222 



SITZ BATH, Roll Rim, 
(Less fitting) 



31x34 



52.50 



For trim as shown add 
approx. 22.75* 




W-I57-L.H.1 

W-l 571/2 ) 

R.H. 



250 



FOOT BATH, Angu- 
lar, bevel apron on 
three sides. 



26x27 



78.22 



88.01 



For goose neck over- 
rim standing supply 
and waste fitting as 
shown, add approx. 32.89* 



FOOT BATH 

W-l 57 L.H. W-l 571/2 R.H. 



W-l 58 



125 



FOOT BATH, Roll 
Rim, (less fitting) 



19x22 



For trim as shown add 
approx. 22.75* 



31.93 



FOOT BATH 
W-l 58 



DRILLINGS 

For Double Bath Faucet Drilling in Apron Tubs, add Per Tub 1.33 

Other Special Drilling, add Per Hole 1.33 




N.B. ^Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, 

Consult your Master Plumber for exact prices. 



etc. 

9-1-36 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




W-200— RAVENA 




W-201— WILMAR 




W-206— DEL MAR 




W-207 — ARTESIA 



ENAMELED LAVATORIES 
(Less Fittings) 



No. 

PLATE 


Lbs. 

Wgt. 


NAME DESCRIPTION 


Size 1 
Inches 


Reg. Enam. , 
White 


A.R. Enam. > 
White 


A.R. Enam. 
Color 


W-200 


230 


RAVENA— 2 C. P. 
Metal Legs. 




22x44 


63.56 


69.75 


75.95 






For Trim as shown, 
add approx. 


14.75* 










W-201 


135 


WILMAR— 2 C. P. 




20x24 


20.60 


23.21 


25.94 




165 


Metal legs. 




22x27 


31.88 


35.88 


39.88 






For C. P. Integral 
Towel Bars, add 






2.52 


2.52 


2.52 






For Trim as shown, 
add approx. 


14.75* 










W-206 


160 


DEL MAR— Pedestal, 




20x24 


20.58 


23.19 


25.91 




190 


For Trim as shown, 




22x27 


31.85 


35.85 


39.85 






add approx. 


12.00* 










W-207 


160 


ARTESIA— Pedestal, 




20x24 


20.58 


23.19 


25.91 




190 


For Trim as shown, 
add approx. 


12.00* 


22x27 


31.85 


35.85 


39.85 



9-1-36 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 
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WASHINGTON - ELJER GUARANTEED PLUMBING FIXTURES 




W-208— CORDOVA 
W-209— CORDOVA 




W-2 10— AVONDALE 




W-214— DOWNEY 




W-224— TILE-IN 




W-225 — HESBY 



No. 

PLATE 


Lbs. 

Wgt. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 


W-208 


131 


CORDOVA— Shelf 
Back on 2 C. P. Metal 
legs. 




21x24 


27.16 


30.49 


36.98 


W-209 


131 


CORDOVA— As a- 
bove but for compact 
fitting. 




21x24 


27.16 


30.49 


36.98 






For C. P. Integral 
Towel Bars on W-208 
or W-209, add 






2.52 


2.52 


2.52 






For Trim as shown on 
W-208 add approx. 


14.75* 














For Compact Trim on 
W-209 add approx. 


1 1.75* 










W-2 10 


130 


AVONDALE — With 
Back and on 2 C. P. 
Metal legs. 




22x30 


28.65 


32.90 


36.65 






For C. P. Integral 
Towel Bars, add 






2.52 


2.52 


2.52 






For Trim as shown, 
add approx. 


14.75* 










W-214 


1 15 


DOWNEY —Wall 
Brackets. 




20x24 


15.46 


16.85 


18.26 






For Trim as shown, 
add approx. 


12.00* 










W-224 


68 


Tl LE-I N — Lavatory 
Basin. 




18x22 


8.85 


1 1.09 


12.21 






For Trim as shown, 
add approx. 


14.75* 










W-225 


89 


HESBY— Shelf Back, 
Wall Hung w/ Integ- 
ral supply and Pop-up 
Drain Fitting through 
Back. 




17x19 


14.40 


15.33 


16.20 


W-226 


89 


HESBY — Same as 
W-225 but with Chain 
and Stopper in place 
of Pop-up Drain. 




17x19 


12.73 


13.66 


1 4.53 






For C. P. Trap and 
supplies with stops on 
above Hesby add ap- 
proximately 


4.00* 











A-6 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



9-1-36 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




W-227— FIGUEROA 



No. Lbs. 

PLATE Wgt. 



NAME 



DESCRIPTION 



Size Reg. Enam 
Inches White 



W-227 



125 FIGUEROA — Wall 

. Hung Recess. 

1 60 

too 



18x24 

21x31 

16x21 



27.98 

36.65 

23.45 



. A.R. Enam, 
White 



A.R. Enam. 
Color 



31.51 

41.24 

24.25 



34.98 

45.84 

29.32 



For Trim as shown, 
add approx. 9.87* 




W-229— MONTEBELLO 



W-229 



W-234 



W-234— GLENDORA 




80 MONTEBELLO— Wall 
95 Hung - 



17x21 10.27 

18x24 10.72 



For Trim as shown, 
add approx. 12.00* 



45 GLENDORA — Wall 
80 Hung * 

105 



17x19 

18x21 

19x24 



7.26 

10.27 

10.66 



For Trim as shown, 
add approx. 9.25* 




W-244— SAN BERNARDINO 




W-251— MERCED 



W-244 



45 SAN BERNARDINO 
— Wall Hung. 

70 



14x16 

17x19 

18x21 



6.46 

6.80 

9.26 



For Trim as shown, 
add approx. 9.25* 



W-251 



85 



MERCED— Wall Hung 



14x26 



12.26 



For Trim as shown, 
add approx. 9.25* 



9-1-36 



N.B. — ^Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 
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WASHINGTON-ELJER GUARANTEED PLUMBING FIXTURES 





W-253— CHINO 



W-263— REDONDO 




W-269— MON ETA 





W-275— HOLLYWOOD 



W-280— MARINE 



PLATE 

No. 


Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 


W-253 


85 


CHINO— Wall Hung. 


14x26 


12.26 










For Trim as shown, 
add approx. 9.25* 










W-263 


80 

95 


REDONDO — Wall 
Hung Corner. 


I6I/2 

19 


10.60 

13.39 










For Trim as shown, 
add approx. 9.25* 










W-269 


65 

80 


MON ETA — Wall 
Hung Corner. 


l6l/ 2 

19 


10.33 

12.65 










For Trim as shown, 
add approx. 9.25* 










W-275 


83 


HOLLYWOOD— 

Beau+y Parlor lava+ory 
with goose neck com- 
bination fitting, rub- 
ber hose and spray. 


19x19 


'/2 




52.77 






For C. P. Trap and 
Supplies w/ stops add 
approx. 4.00* 










W-280 


36 

| 


MARINE — Wall 
Hung Corner. 


12 


9.06 










For Trim as shown, 
add approx. 7.75* 











DRILLINGS 



For All Special Drillings in Slab, per ex+ra hole add 1.97 

For All Special Drillings in Back, per ex+ra hole add 1.97 



A-8 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 
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MADE IN THE WEST 



FACTORIES AT LOS ANGELES 



ENAMELED SINKS 
(Less Fittings) 

NOTE: — All Single and Double Drainboard Sinks Regularly Made For 4" Dual Strainers 



Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 




SINK LEG— for drain- 
board Sinks. 












23 


Short (for under sink) 






2.26 


2.53 


2.79 


27 


Long (for under drain- 
board) 






3.06 


3.46 


3.86 










Painted 






23 






Short 


1.74 






27 






Long 


1.87 






338 


SYLMAR — Double 




22x60 


42.78 


48.1 1 


53.50 


440 


Drainboard. 




22x74 


68.76 


77.35 


85.95 




For Trim as shown, 
add approx. 


10.00* 










256 


HONDO— L.H. Sgle. 
Drainboard. 




22x42 


[ 28.45 


31.98 


35.58 


256 


LODI— R. H. Sgle. 
Drainboard. 


r 


22x42 


1 








For Trim as shown, 
add approx. 


9.00* 










288 


DOVER— Dble. Drain- 
board. 




22x60 


39.91 


42.91 


49.90 




For Trim as shown, 
add approx. 


10.00* 






! 










SINK LEGS 
W-400-L W-I400-L 



W-400— SYLMAR 




W-401 L.H.— HONDO 
W-402 R.H.— LODI 



W-4403— DOVER 



PLATE 

No. 




W-400 L 
W-I400L 

W-400 L 
W-I400L 

W-400 



W-40I-L.H. 



W-402-R.H. 




W-4403 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

9-1-36 Consult your Master Plumber for exact prices. A-9 



WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 



PLATE 

No. 



Wgt. 

Lbs. 



NAME 



DESCRIPTION 



Inches 

Size 



White 
Reg. Enam, 



White 
A.R. Enam, 



Color 
A.R. Enam. 



W-403 



350 



L O M A — Double 
Drainboard. 



20x74 



51.64 



58.10 



64.56 



For Trim as shown, 
add approx. 10.67* 




W-403 — LOMA 




W-4404-L.H. 



W-4405-R.H. 



W-4404 L.H.— LENARD 
W-4405 R.H.— RIALTO 



220 LENARD— L. H. Sgle 
Drainboard 

246 RIALTO— R. H. Sgle. 
Drainboard 



20x42 19.66 

20x52 32.58 



For Trim as shown, 
add approx. 9.60* 



21.12 

35.05 



24.58 

40.71 





A- 1 0 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 9-1-36 



MADE IN THE WEST 



FA CTOR I E S AT LOS ANGELES 



PLATE 

No. 




W-410 



W-410— MODESTO 



W-412 




W-412— SALEM 



W-4I2I/2 



W-412 '/a— LYNDEN 



W-413 



W-413— TRAY SINK 





Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 


140 


MODESTO — Apron, 
Drainboard not in- 
cluded. 

For Trim as shown, 
add approx. 8.50* 


20x30 


22.65 


25.52 


28.31 


85 


SALEM — Flat Rim, 


18x24 


12.15 


13.68 


15.19 


90 


(with Back). 


20x24 


12.99 


14.59 


16.26 


105 




18x30 


13.86 


15.60 


17.32 


1 17 


For Trim as shown, 
add approx. 6.00* 


20x30 


14.53 


16.32 


18.19 


82 


LYNDEN — Roll Rim, 


16x24 


9.72 


10.93 


12.20 


94 


(with Back). 


18x24 


8.59 


9.26 


10.72 


1 1 1 




18x30 


12.99 


14.00 


16.26 


134 




18x36 


16.66 


18.72 


20.85 


105 




20x24 


12.20 


13.73 


15.25 


100 


c 


20x30 


13.66 


14.66 


17.06 


139 




20x36 


17.65 


19.86 


22.06 


162 


For Trim as shown, 
add approx. 6.00* 


22x36 


23.52 


26.45 


29.38 


130 


TRAY SINK— Depth 10" 


18x36 


21.99 


24.74 


27.45 


102 


with overflow. Depth 9" 


20x24 


13.53 


15.19 


16.93 




RESTAURANT— Depth 12" 
No overflow. (Same as 
W-413 Type). 


24x40 


36.66 


41.24 


45.84 



9-1-36 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



A- 1 I 



WA S H I N G TO N - E L J E R GUARANTE ED PLUMBING FIXTURES 




W-420— FLAT RIM SINK 



«MKi 












W-421— FLAT RIM SINK 




PLATE 

No. 


Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam 
White 


. A.R. Enam, 
White 


. A.R. Enar 
Color 


W-420 


17 


FLAT RIM— Depth 4l/ 2 " 


12x12 


4.06 


4.59 


5.06 




22 


End Outlet " 5l/ 2 " 


12x16 


3.67 


4.14 


4.59 




28 


" 5</ 2 " 


12x18 


4.86 


5.47 


6.07 




30 


" 5l/ 2 " 


14x20 


5.00 


5.60 


6.27 




34 


" 51 / 2 " 


16x20 


5.39 


6.07 


6.73 




38 


5l/ 2 " 


16x24 


5.06 


5.47 


6.33 




49 


" 6" 


18x24 


6.33 


7.13 


7.93 




58 


.. 6 „ 


18x30 


5.53 


5.93 


6.93 




70 


" 6" 


18x36 


9.47 


10.66 


1 1.86 




60 


M yll 


20x20 


6.53 


7.33 


8.13 




52 


" 6" 


20x24 


6.46 


7.26 


8.06 




62 


" 6" 


20x30 


6.60 


7.07 


8.26 




80 


" 6" 


20x36 


10.60 


1 1.93 


13.26 




90 


" 6" 


20x40 


12.32 


13.86 


15.39 




1 10 


6” 


20x48 


18.65 


21.18 


23.31 




150 


" 6” 


20x60 


33.31 


37.47 


41.63 




208 


" 6" 


20x72 


42.05 


47.31 


52.55 




85 


n 6 „ 


22x36 


13.73 


15.46 


17.19 




120 


M 6 „ 


22x42 


15.35 


17.27 


19.19 




123 


" 6" 


22x48 


18.39 


20.66 


22.98 


M 


140 


" 6" 


24x48 


18.39 


20.66 


22.98 




201 


" 6" 


24x60 


38.32 


43.12 


47.92 




258 


" 6" 


24x72 


45.84 


51.56 


57.30 






Add for C.P. Strainer .70* 










W-421 


50 


F LAT R 1 M — Center 


18x24 


6.61 


7.14 


8.00 




57 


Outlet 6" deep. 


18x30 


6.61 


7.14 


8.00 




61 




20x30 


7.60 


8.20 


9.53 


W-422 


80 


F LAT R 1 M — Center 


20x30 


11.52 


12.99 


14.39 






Outlet 8" deep. 














For C.P. Dual Strainer 














add 2.40* 










W-423 


105 


TWO-COMPART- 


20x32 


20.00 


22.52 


24.99 




130 


MENT 


22x42 


26.65 


29.98 


33.53 






For 1 regular and 1 














dual strainer, add ap- 














proximately 3.31* 










SINK AND TRAY COMBINATION 












(Les< 


i Fittings) 










W-452-L.H. 


313 


ONE PIECE— with 


23x50 












Back. L. H. Sink. 


















► 30.98 


34.85 


40.84 


W-453-R.H. 


313 


ONE PIECE— with 


23x50 












Back. R. H. Sink. 














For Trim as shown, 














add approx. 12.00* 












W-452 L.H. W-453 R.H. 
LAUNDRY TRAY AND SINK 



N B— * A PP rox,mate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber tor exact prices. 
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MADE IN THE WEST 



FACTORIES AT LOS ANGELES 



PLATE 

No. 




W-463 



Wgt. 

Lbs. 



175 



NAME DESCRIPTION 



WARDROBE SINK— 
with Overflow, C. P. 
P. O. Plug and Chain. 
L.H. Drainboard only. 
8" deep. 



Size 

Inches 



19x32 



Reg. Enam, 
White 



W-463— WARDROBE SINK 



DRILLINGS 



Sink backs, both integral and seperate are regularly furnished drilled 8" C. to C. 
When sinks are furnished other than regularly drilled, a special charge will be 
hole 



per 



A.R. Enam. 
White 



39.58 



A.R. Enam. 
Color 



ENAMELED LAUNDRY TRAYS 
(Less Fittings) 




W-509 



W-509— DOUBLE LAUNDRY TRAY 




W-51 1 



W-5II 




W-51 6 



W-51 6 



421 



200 



150 



TWO-COMPART- 
MENT — One piece 
Ldry. Tray with Back. 

For Trim as shown, 
add approx. 12.00* 



26x55 



60.63 



67.75 



SINGLE TRAY— Roll 
Rim with Back. 



For Trim as shown, 
add approx. 6.40* 



26x28 



36.12 



39.85 



SINGLE TRAY— Flat 
Rim 

For Trim as shown, 
add approx. 8.00* 



26x26 



23.45 



26.12 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. A- 1 3 
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WAS H I NGTO N - E L J E R 



PLATE 

No. 




GUARANTEED PLUMBING FIXTURES 



Wgt. 

Lbs. 



NAME 



DESCRIPTION 



Size 

Inches 



Reg. Enam. 
White 



A.R. Enam. 
White 



A.R. Enam. 
Color 



130 



PONY — Single, on 
Stand. 



23x24 



13.99 



15.46 



For Trim as shown, 
add approx. 8.00* 



W-521— PONY LAUNDRY TRAY 



» 




W-522— "WASHBOARD" TRAY 




W-530— BUNGALOW TRAY 
W-53 1— BUNGALOW TRAY 



W-522 



100 



WASHBOARD— Sin- 
gle on Stand. (Same 
type as shown for 
W-521). 



22x22 



16.26 



18.32 



W-530 



134 



BUNGALOW— Single 
on Stand. 



20x24 



I 1.60 



12.92 



W-53 I 



I 16 



BUNGALOW— Single 
Wall Hung. (Same as 
W-530, except no 
stand). 



20x24 



10.52 



11.85 



For Trim price see, 
W-521. 



ENAMELED CLOSET BOWLS 




W-799— HOPPER 



A- 1 4 



N.B f *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



9 - 1-36 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 



ENAMELED CLOSET TANKS 
(Less Fittings) 



PLATE 

No. 


Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


W-960 


65 


HIGH TANK— Enam- 
eled all over. 

6 gallon No. 2. 






1 1.52 




W-960l/ 2 


80 


8 gallon No. 3. 






14.00 




W-962 


65 


HIGH TANK— Enam- 
eled inside. 

6 gallon No. 2. 






10.00 




W-9621/2 


80 


8 gallon No. 3. 






12.46 




W-963 


65 


HIGH TANK— Paint- 
ed in and out. 

6 gallon No. 2. 






8.00 




W-9631/2 


80 


8 gallon No. 3. 






9.92 








If with chain and pull 
fittings, add 


7.05* 












For Simplex Auto- 
matic Fittings, add 


6.27* 












For M/ 2 " Y eteve 
Automatic Flush Valve 














Fitting add 


13.32* 









A.R. Enam. 
Color 




HIGH 

W-960 

W-960'/ 2 



TANK 

6-Gallon 

8-Gallon 



ENAMELED WASH-UP SINKS 
(Less Fittings) 




W-1430 



W-1435 



W-1435— WASH SINK 



238 


WASH SINK— Roll 


5'0 


50.23 


54.90 




Rim Center single 
pipe supports. 








285 


WASH SINK— Flat 


20x 5' 


47.56 




340 


Rim, Center single, or 


20x 6' 


55.90 




260 


Center double, or 


24x 4’ 


43.44 




310 


Rear single, or Rear 


24x 5' 


51.56 




360 


double Pipe Supports. 


24x 6' 


59.66 




510 




24x 8' 


98.61 




590 


For C.P. single faucets 
as shown, add approx- 
imately 1.07* 


24x10' 


131.44 






The Trap which may 
be used varies ac- 
cording to ordinance. 
Consult your plumber 










for Trap prices. 









9-1-36 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



A- 1 5 



WASHINGTON - ELJER GUARANTEED PLUMBING FIXTURES 



PLATE 

No. 


Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 




196 


WASH SINK— Roll 


18x4' 


49.63 


55.70 




240 


Rim, Center Outlet, 


1 8x5' 


59.35 


66.49 




W-1440— WASH SINK 


310 


with integral back. 

Rough N. P. Double 
faucets as shown, add 
approx. 5.55 ea.* 

For Il/ 2 M N. P. m P" 
trap and strainer as 
shown add approx. 2.67 ea.* 


18x6’ 


66.69 


74.75 





ENAMELED SERVICE SINKS 



(Less Fittings) 



ACID-RESISTING ENAMEL PRICES INCLUDE TRAP STANDARDS WITH REGULAR ENAMEL 



A 














W. 1 4A0 


100 


SERVICE SINK— Roll 


16x20 


29.05 


31.51 




jH 1§ 


122 


Rim with Integral Back 


18x22 


30.58 


33.25 




H 


130 


on Trap standard. 


20x22 


31.98 


34.78 




HP 


140 




20x24 


33.38 


36.38 




Am 














r 




For Trim as shown, 














add approx. 4.00* 










* — wjter 




Add for Chromium 










( FW 




Finish on Strainer 




.32 


.32 




v . iiPw’ 














w- 1460— SERVICE SINK 














MggA 


1 10 


SERVICE SINK— Roll 


16x20 


25.65 


27.65 






1 15 


Rim, less Back on Trap 


18x22 


27.98 


30.18 






125 


standard. 


20x24 


30.38 


32.92 








Add for Chromium 














Finish on Strainer 




.32 


.32 




WI462— SERVICE SINK 
















95 


SERVICE SINK— Depth 10" 


16x16 


17.70 


19.47 




r~ 


105 


Flat Rim, less Back " 12" 


16x20 


21.05 


24.06 




\ V 


1 15 


on Trap standard " 12" 


18x22 


22.51 


25.07 






150 


" 12- 


20x24 


24.85 


27.73 








Add for Chromium 










'4 -M r 




Finish on Strainer 




.32 


.32 




W-1465 















N.B. ^Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



A- 1 6 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




W- 1466— SERVICE SINK 



PLATE Wgt. 

No. Lbs. 



NAME 



DESCRIPTION 



Size Reg. Enam. 
Inches White 



A.R. Enam. 
White 



A.R. Enam. 
Color 



W-1466 



35 

50 

64 

53 

70 

74 

79 

88 

109 

120 

136 



SERVICE SINK— 


Depth 10" 


Less Back, less 


ii 


10" 


Strainer. 


•i 


12" 




■I 


10" 




it 


12" 




n 


12" 




n 


12" 




•• 


12" 




n 


12" 




•i 


12" 




•i 


12" 



12x12 

14x14 

14x20 

16x16 

16x20 

18x20 

18x22 

18x24 

20x24 

20x30 

20x36 



6.66 

8.47 

9.73 

9.39 

12.59 

12.59 

12.59 

13.66 

15.86 

17.65 

21.12 



For C. P. strainer, add .70* 



For Special Drillings See Page A-13 



TRAP STANDARDS 



W-1470 



38 




TRAP STANDARD 
W-1470— W- 1 47 1 



W-I47I 



37 



TRAP STANDARD— 

For 3" or 4" Lead 
Pipe. Enameled Inside 
Ptd. Outside. 

TRAP STANDARD— 
With Split Floor 
Flange. For 3" or 4" 
Cast Iron Soil Pipe. 
Enameled Inside, Ptd. 
Outside. 



NOTE: — Not furnish- 
ed regularly with Brass 
Clean-out Plug or 
Vent. 




TRAP STANDARD 
W- 1 472— W- 1 473 



W-1472 



W-1473 



33 



TRAP STANDARD— 
For 3" or 4" Lead 
Pipe. Enameled Inside ) 
Ptd. Outside. f 



34 



TRAP STANDARD— 
For 3" or 4" Cast Iron 
Soil Pipe. Enameled 
Inside, Ptd. Outside. 



REGULAR 

ENAMEL 

WHITE 



REGULAR 
ENAMELED 
ALL OVER 



10.66 



13.33 



8.53 



1 1.93 



W-1474 



W-1475 

TRAP STANDARD 
W-1474— W-1475 




37 TRAP STANDARD— 
Tapped for 2" I. P. 
Enameled Inside, Ptd. 
Outside. 

36 TRAP STANDARD— 
Tapped for 3" I. P. S. 
Enameled Inside, Ptd. 
Outside. 

All Trap Standards 
figured with C. P. 
Strainers. 



8.06 



I 1.26 



9-1-36 



N.B. — ^Approximate prices on fittings are shown for comparative purposes only; due to wide variation in 

Consult your Master Plumber for exact prices. 



design, weight, finish, etc. 
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WAS H I NGTO N - E LJ E R GUARANTEED PLUMBING FIXTURES 



DRAIN BOARDS AND SINK BACKS 



PLATE 

No. 


Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 




39 


SINK DRAINBOARDS 


18x20 


7.93 


8.93 




48 

46 


for roll rim sinks. 


18x24 

20x24 


8.33 

8.59 


9.39 

9.66 






63 




23x24 


1 1.99 


13.53 




W-1485— SINK DRAINBOARD 














W-1487 


20 


FLAT RIM SINK 


12x16 


3.46 








26 


BACKS 


12x20 


3.86 








27 




10x24 


4.66 








30 




12x24 


4.66 








31 




10x30 


4.86 








36 




12x30 


4.86 








35 




12x36 


6.93 








50 

55 




12x40 

12x42 


9.72 
1 1.30 






• • 


60 




12x48 


12.86 






I || 


65 




12x54 


17.27 






W-1487— SINK BACK 


70 

28 


SERVICE SINK 


10x60 

15x16 


20.79 

6.66 








32 


BACKS 


15x20 


7.46 








36 


15x22 


8.00 








40 


For Special Drillings See Page A- 1 3 


15x24 


8.79 







ENAMELED DRAIN BOXES, SLOP HOPPERS AND CREASE TRAPS 

(Less Fittings) 



W- 1 500 




DRAIN BOX— 














Tapped HA" or 2" 

I.P. Depth 4" 


10x10 










23 


Enameled Inside with 
Flush Strainer. 




6.85 


7.79 






20 


Enameled Inside less 
Strainer. 




5.06 


5.72 






18 


Painted Allover with 
Flush Strainer. 




5.22 








17 


Painted Allover, less 
Strainer. 

Tapped 2" I.P. only. 

Depth 10" 


12x12 


3.89 








42 


Enameled Inside, less 
Strainer. 




7.86 


9.33 




\ \ % jpi 


45 


Enameled Inside, with 
Depressed Strainer. 




9.86 


11.12 




W-1500— DRAIN BOX 


65 


For 2" or 3" Soil. Depth 10" 

Enameled Inside, with 
Depressed Strainer. 


14x14 


13.72 


15.38 








For 2" or 4" Soil. Depth 6" 


17x13 










61 


Enameled Inside, with 
Flush Strainer. 




15.46 


17.59 








For 2" or 4" Soil. Depth 6" 


17x17 










73 


Enameled Inside, with 
Flush Strainer. 




17.16 


19.45 





N.B. *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

A_|g Consult your Master Plumber for exact prices. 9-1-36 






MADE IN THE WEST 



FA CTOR I E S AT LOS ANGELES 




W-I50I— DRAIN BOX 



PLATE 

No. 



Wgt. 

Lbs. 



NAME 



DESCRIPTION 



Size 

Inches 



Reg. Enam. 
White 



A.R. Enam. 
White 



A.R. Enam. 
Color 



W-I50I 



35 



HOSPITAL DRAIN- 
BOX — with remov- 
able overflow tube 
and plug and wi+h 
I2"xl2" fop. 

Galvanized all over. 

Enameled inside only. 



8x8x8 

8x8x8 



25.19 

25.19 



28.58 




W- 1 502— HOPPER 



W-1502 



50 SLOP HOPPER— 2" 
45 or 3" enameled. 

40 



14x14 
12x13 
I 1x12 



14.92 

12.79 

10.02 



50 

45 

40 



Pain+ed 



14x14 
12x13 
I 1x12 



12.79 

10.77 

6.93 




W-1504— SAND TRAP 




W-1504 



145 



SAND TRAP— Paint- 
ed only 



17x17 



30.00 



W-1505 



89 



GREASE TRAP— wi+h 
hand hole cover: 
enameled inside 



2" soil 



28.1 I 



2" I.P. 
3" soil 
4" soil 



29.05 

32.25 

34.77 



Pain+ed all over 



If chrome plated hand 
hole cover and bolts, 
add 



2" soil 

2" I.P. 
3" soil 
4" soil 



21.45 

22.12 

25.58 

26.97 



4.86 




ENAMELED URINALS 
(Less Fittings) 



84 


PRIMO — Trough wi+h 


T 


17.89 


20.12 


1 13 


bee-hive strainer 


l'/2 


24.30 


27.23 


126 




3' 


25.58 


28.72 


155 




3'/ 2 


32.78 


36.71 


175 




4' 


36.30 


40.71 


210 


WASH DOWN PIPES 


5' 


45.50 


51.03 




Wash down pipe wi+h 
clamps, per foot 




1.19 


1.19 




Loose key stops, each 




1.00 


1.00 



9-1-36 



N.B. — ^Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



A- 19 



WAS H I NGTO N - E L J E R GUARANTEED PLUMBING FIXTURES 



ENAMELED DRINKING FOUNTAINS 





(Less Fittings) 




PLATE 

No. 


Wgt. 

Lbs. 


NAME DESCRIPTION 


Size 

Inches 


Reg. Enam. 
White 


A.R. Enam. 
White 


A.R. Enam. 
Color 


W-I8I4 


75 

95 


SCALA — Wall Hung 
receptor, less fittings. 

42" size is usually fur- 
nished with 3 bubblers 
and the 54" size with 
4 bubblers. Add ap- 
proximately per buD- 
bler, including the re- 
quired supply pipe, 
stop and M /7 C. P. 
brass "P" trap 17.84* 


12x42 

12x54 


17.59 

21.75 






W-I8I4 — SCALA 













MEMORANDA:— 



A-20 



N.B. — *Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc, 

Consult your Master Plumber for exact prices. 
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MADE IN THE WEST 



• FACTORIES AT LOS ANGELES 



STEEL SINK CABINETS 

(LESS FITTINGS) 




W-I642-B and W-I652-B SINK CABINET 



GENERAL SPECIFICATIONS 

CONSTRUCTION: Fabricated throughout from 20 and 22 gauge cold rolled 
full finished steel sheets. 

DOORS: Double faced, close flush with cabinet, insulated to deaden sound, 
easy swinging, and provided with extra strong hinges and spring catch. 

DRAWERS: All drawer fronts are double faced, insulated to deaden sound, 
free running, and provided with special catch to prevent "Pulling out," 
also rubber bumpers protect in closing. Drawers spray enameled inside 
and out. Spacious cutlery drawer divided for knives, forks, etc. 

SINK BOWL COMPARTMENT: Large — Roomy compartment. Bottom of com- 
partment removable. Right and left hand side walls solid sheet metal from 
bottom to top — back is left open — plenty of room for pots and pans. 

BREADBOARDS: A SPECIAL FEATURE — Board %"xl 23/ 8 "xl V/ 4 " located 
over cutlery drawer — A great convenience at a small additional cost. 




W-I660-D SINK CABINET 



HARDWARE: Attractive black bakelite — Drawer and door pulls sturdily at- 
tached. Extra strong pressed steel hinges on doors, out of sight, rubber 
"door and drawer bumpers." All drawer guides are noiseless and especially 
designed to operate with greatest ease. 

BASE: Adjustable for height from 33>/|" to 35 %", allowing 2 l / 2 " lee-way in 
setting — recess for "toe space" — easy to adjust and strong when set in 
desired position. 

FINISH: Primed before final luster coat to prevent rust and corrosion — finish 
is heavy coat of synthetic enamel of most desirable quality — Finished all 
white with black "Kick Base." 



PRICES SHOWN INCLUDE SINK CABINET WITH REGULAR ENAMEL SINK 
For Prices on Sinks Only See Page A- 10, Plate Nos. W-4406-07-08 



Plate 

No. 


Drainboard 


Length 

Overall 


Width 

Overall 


Cutlery 

Drawer 

Size 


Linen 

Drawer 

Size 


Sink Bowl 
Compartment 
Size 


Cupboard 

Size 


Cabinet 

Weight* 


Sink 

Weight 


White 

Pricef 


W-I642-A 

W-I642-B 


Left Hand 
Right Hand 


42 


20 


5x 1 3!/jX 1 6 


%Va x \ 3*/jxI6 


20l/ 2 x22l/ 2 


131 / 4 x 141/4 


98 


172 


40.66 


W-I652-A 

W-I652-B 


Left Hand 
Right Hand 


52 


20 


5xI8I/ 2 xI6 


8I/ 4 xI8I/ 2 xI6 


(Dble. Door) 
24l/ 2 x22l/ 2 


131 / 4 x 141/4 


1 18 


178 


53.33 


W-I660-D 


Left & Right 


60 


22 


(Two) 

5xI3I/ 2 xI8 


(Two) 

8I/ 4 xI3I/ 4 xI8I/ 2 


(Dble. Door) 
24l/ 2 x22l/ 2 


1 3 '/ 4 xI 4'/ 4 


150 


217 


65.80 



Height: Adjustable — 33^” to 35%". 

* Sink Cabinets are Sold F. O. B. Los Angeles. No Freight allowed, 
f Prices on Colored Sink Cabinets on Application. 

For Trim as shown add approximately $10.00*. 



9-1-36 



N.B. — "‘Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 
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# 





Illustrated Price List 



EFFECTIVE JANUARY 27. 1936 
(REVISED SEPT. 1, 1936) 




GUARANTEED 

EST. 



FIXTURE 

1896 






LOS ANGELES 

MADE IN U.S.A. 






Vitreous Chinaware 



Washington-Eljer Co. 

4100 So. Alameda St. 

LOS ANGELES, CALIF. 

U. S. A. 



CABLE ADDRESS: WASHEI IER 



Phone century 29051 





READ CAREFULLY 

AUGUST I, 1936 



ALL ORDERS TAKEN ARE SUBJECT TO THE FOLLOWING CONDITIONS: 
Prices, terms and freight allowances herein published supersede all others, 
and are subject to change without notice. 

All prices apply to ware only and do not include fittings unless specifically 
mentioned. 

GOODS IN TRANSIT: All goods are inspected, checked and packed by exper- 
ienced men. Every precaution is taken against breakage and other damages. 
Our responsibility therefore, ceases upon delivery of goods in good condi- 
tion to the carrier. 

FREIGHT ALLOWANCES on shipments of Washington-Eljer Vitreous China Fix- 
tures are as follows: 

Carload rate of freight will be allowed on all shipments of 200 pounds or 
more with the following exceptions: 

Manufacturing Points including Points where competitive Manufacturers have 
Branch Warehouses: 

Full freight allowed on all shipments. 

With the above exceptions, no freight allowance will be made on shipments 
of less than 200 pounds. 

We reserve the right to equalize freight on shipments with allowances of 
competitive manufacturers. 

In no case will freight allowance be in excess of actual freight paid and we 
reserve the right to select the transportation facilities. 

Freight allowances are subject to change without notice. 

GUARANTEE: In accordance with the uniform Guarantee adopted by The 

Plumbing Fixtures Industry, we guarantee WASHINGTON-ELJER Vitreous 
China Ware against manufacturing defects. If any item proves defective due 
to faulty workmanship or material within one year after installation, a new 
article of the same type and size will be furnished. No labor or other conse- 
quential damages will be allowed. 

SPECIAL ORDERS: Orders for colored ware, special fixtures, or fixtures requir- 

ing drilling, will not be subject to change or cancellation after production 
has been started. 

CLAIMS: All Vitreous China fixtures are rigidly inspected and will be replaced 
only after being inspected by our representative and our permission obtained 
for return of fixtures. 

A 10% handling charge will be made on all fixtures returned without our 
permission. 

TAX: Any Manufacturers Sales Tax which may become effective will be added 
to these prices. 

No Representative or Agent has the power or authority to change any of 
the above conditions. 



Changes in Conditions or Prices are valid only if issued in writing 
Los Angeles Office. 



from 



the 



Vitreous China Fixtures are made in the following Colors: 



No. I — Orquida Sierra 
No. 2 — Celeste Blue 
No. 3— Real Blue 
No. 5 — Azabache Black 
No. 6 — Marino Green 



No. 7 — Castano Brown 
No. 8 — Marfil Yellow 
No. 9 — Carmine Red 
No. 10 — Imperial Ivory 
No. I I — Turquoise Blue 
No. 12 — Peach 



WASHINGTON-ELJER COMPANY, 

Los Angeles, California 



WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 




W-300— MONTECITO 




W-301— QUEEN ANNE 




W-302— CARMEL 




W-304— WESTWOOD 




W-3 10 — NEILTON 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-300 


200 


MONTECITO — 2 C.P. Leg Lavatory 
with Back 

Fittings as shown add 

Approximately $32.00* 


20x36 


160.66 


190.66 


W-301 


160 


QUEEN ANNE— 2 C.P. Leg 
Lavatory with Back 
Fittings as shown add 

Approximately $15.75* 


22x30 


90.86 


1 15.87 



THIS ADDED FEA- 
TURE ON ALL NEW 
STYLE LAVATORIES 




China lavatories cost about 15 percent 
more than enameled iron, but are much 
more popular because they do not ab- 
sorb stains from medicines or from the 
mineral content of the water, they keep 
their lustre, and are easy to clean. 



W-302 



W-304 



W-304R 



W-304RB 



W-304QA 



W-304SQ 

(Formerly 

W308) 



W-3 10 



70 


CARMEL — Shelf Back Lavatory 
2 C.P. Legs with combination 
Fittings and Supplies 
C.P. Trap as shown add 

Approximately $1.50* 


18x22 


40.84 


49.30 


91 


WESTWOOD— 2 C.P. Hex Leg 


20x24 


33.1 1 


42.70 


96 


Lavatory 


22x27 


37.45 


49.17 


106 


22x30 


49.76 


66.66 


1 10 




24x30 


54.80 


79.46 


88 


WESTWOOD— 2 C.P. Round Leg* 


( 20x24 


24.65 


34.24 


93 


Lavatory 


( 22x37 


28.98 


40.71 


103 


{ 22x30 


41.34 


58.24 


90 

95 

105 


WESTWOOD— 2 C.P. Round Legs 


f 20x24 


27.17 


36.76 


with Towel Bars 


-j 22x27 
[ 22x30 


31.51 

43.82 


43.23 

60.72 


92 


WESTWOOD— Queen Anne Legs 


r 20x24 


36.46 


46.05 


97 


| 22x27 


40.80 


52.52 


107 




1 22x30 


53.1 1 


70.01 


III 




( 24x30 


58.15 


82.81 


88 


WESTWOOD— 2 C.P. Square Legs 


f 20x24 


24.65 


34.24 


93 


( 22x27 


28.98 


40.71 


103 


Fittings as shown add 

Approximately $14.75* 


I 22x30 


41.34 


58.24 


100 


NEILTON — Pedestal Lavatory 


f 20x24 


27.78 


41.71 


117 


Fittings as shown add 


i 22x27 


32.12 


48.17 


127 


Approximately $ 1 4.75* 


\ 22x30 


44.77 


67.16 



N.B. — * Approximate prices on fittings are 

9-1-36 



shown for comparative purposes only; due to wide variation in design, 
Consult your Master Plumber for exact prices. 



weight, finish, etc. 



I 



WAS H I N GTO N - E LJ E R GUARANTEED PLUMBING FIXTURES 




W-3 1 1 — NEILTON 



PLATE 

No. 



WGT. 

LBS. 



W-3 I I 



I 13 
I 18 
128 



NAME 



DESCRIPTION 



NEILTON — Pedestal with 2 C.P. 
Towel Bars 

Fittings as shown add 

Approximately $14.75* 

Add for above C.P. Towel Bars on 
any fixture $15.88 



SIZE 

INCHES 



20x24 

22x27 

22x30 



WHITE 



COLOR 



43.66 

48.00 

60.65 



57.59 

64.05 

83.04 




W-325 



109 



FLORESTA— Pedestal 

(Companion to W-623, see Page 6) 

Fittings as shown add 

Approximately $ 1 4.75* 



23 



30.16 



45.24 



W-325— FLORESTA 




W-327 



W-327— MODOC 



65 

75 

80 



MODOC — Square China Leg 

Fittings as shown add 

Approximately $14.75* 



r 18x20 
-I 20x24 
[ 22x27 



16.93 

23.52 

27.85 



25.38 

35.32 

41.78 




W-335 



W-335— VENICE 



78 

96 



VENICE — Square China Leg ( 18x20 

} 20x24 

Fittings as shown add 

Approximately $12.00* 



17.65 

24.39 



26.52 

36.57 




W-341 



60 PALERMO — Wall Brackets with 

70 Concealed Wall Support 



\ 18x20 
\ 20x24 



19.78 

26.38 



Fittings as shown add 

Approximately $ 1 4.75* 



2 



N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 9-1-36 



MADE 




W-343— SOLANO 




W-348 — NARRO 




W-35 1— TUSCAN 




W-353— RAMONA 




W-357— PICO 




IN THE WEST • FACTORIES AT LOS ANGELES 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


r 

WHITE 


COLOR 


W-343 


65 


SOLANO — Wall Hung 




\ 18x20 


13.26 


19.93 




83 




} 20x24 


19.98 


29.98 






Fittings as shown add 














Approximately 


$12.00* 








W-348 


45 


NARRO — Wall Hung 




( 14x20 


14.06 


21.12 




55 




\ 13x24 


15.06 


22.61 






Fittings as shown add 














Approximately 


$12.50* 








W-351 


70 


TUSCAN — Wall Hung 
Fittings as shown add 




17x17 


21.12 


31.71 






Approximately 


$12.50* 








W-353 


60 


RAMONA — Wall Hung 
Fittings as shown add 




17x19 


1 1.53 


17.31 






Approximately 


$12.00* 








W-357 


40 


PICO — Wall Hung 


r 


f 15x18 


12.86 


19.33 




65 




\ 18x20 


13.26 


19.93 




75 


Fittings as shown add 




l 20x24 


19.98 


29.98 






Approximately 


$9.25* 








W-359 


40 


ANGELUS— Wall Hung 




15x16 


9.06 


13.59 






No Overflow 














Fittings as shown add 














Approximately 


$9.25* 









N.B.— * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 
9- 1 -36 Consult your Master Plumber for exact prices. 
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WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 




W-360— BENICIA 





W-365— POTRERO 



W-366 — W-37 1 
MENTONE 




W-375— HOLLYWOOD 




W-381 — W-382 
SANTIAGO 




W-386 — Y. M. C. A. 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-360 


30 


BENICIA — Dental with Top Fittings 
and Tail Piece 


13x14 


20.25 


26.12 






For underneath Trim add 

Approximately $5.00* 








W-365 


48 


POTRERO— Tile-In 


19x20 


1 1.79 


17.68 






Fittings as shown add 

Approximately $14.75* 








W-366 


20 


MENTONE— "D" Basin— Hooded 
Overflow J 








W-367 


20 


MENTONE — "D" Basin — Open / 

Overflow 


f 14x17 

\ 

l 15x19 


7.60 


1 1.33 


W-368 


20 


MENTONE — Oval Basin — Hooded , 
Overflow \ 


9.92 


14.86 


W-369 


20 


MENTONE — Oval Basin — Open J 

Overflow 








W-370 


20 


MENTONE — Round Basin — Hooded 
Overflow 


12 


3.26 


4.89 


W-371 


20 


MENTONE — Round Basin — Open 
Overflow 


14 

16 


3.26 

6.87 


4.89 

10.27 


W-375 


80 


HOLLYWOOD — Shampoo Basin 
with Top Fittings 


20x21 




69.29 






Less Fittings 






53.30 






For underneath Trim add 

Approximately $5.00* 








W-381 


55 


SANTIAGO — Prison with Cold 
Water Valve Only 


14 


16.40 




W-382 


55 


SANTIAGO — Prison with Hot and 
Cold Water Valves 


14 


18.59 




W-386 


90 


Y.M.C.A. — Cuspidor, Recessed 
with Fittings 


17x26x8 


46.13 





4 



N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 9-1-36 




MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




W-391— DENSUREE 



W.«5 1 FLAT RIM SINK 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-390 


35 


DENSURAT — Dental Surgical Flat 
Rim Sink 

For Fitting as shown add 

Approximately $8.88* 


I9xl 71/2 


21.12 




W-391 


40 


DENSUREE — Dental Surgical 
Recess Sink 

For Fitting as shown add 

Approximately $8.88* 


19x171/2 


26.32 




W-424 


30 


FLAT RIM SINK— Less Overflow 


[ 12x18 


10.19 




W-425 


80 


FLAT RIM SINK — With Overflow 


1 20x30 


25.51 





WATER CLOSET 
COMBINATIONS 




W-601 — ABERDEEN 




W-603 — W-604 
LANGDALE 

Patented 



W-601 


160 


ABERDEEN — with Siphon Jet 

Octagonal Bowl — 8 Gal. Tank 

For Supply Pipe and Stop add 

Approximately $1.25* 




31.67 


45.09 






For Seat add Approximately 

e 




6.55* 


7.50* 


W-603 


130 


LANGDALE UNIT — Syphon Action, 
Quiet combination 




29.1 1 


39.91 






For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




5.15* 


5.60* 


W-604 


135 


Same as above except Elongated 
Rim 




31.18 


42.98 






For Seat add Approximately 




7.45* 


8.40* 



N.B.— * Approximate prices on fittings and seats are shown for comparative purposes only; due to the wide variation in design, con- 
9.I.35 struction, finish, etc., prices on colored seats are for plain color. Consult your Master Plumber for exact prices. 



WAS H I N GTO N - E L J E R GUARANTEED PLUMBING FIXTURES 




W-607— MONTEREY 
W-610 — FLINTRIDGE 




W-618— SIERRA 




W-623— CALAVERAS 




W-627— BYRON 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-607 


155 


MONTEREY — with Syphon Jet 
Elongated Bowl — 15" high — 

8 Gal. Tank 

For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




28.05 

7.45* 


41.51 

8.40* 


W-608 


150 


MONTEREY — with Syphon Jet Plain 
Bowl — 15" high — 8 Gal. Tank 
For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




25.99 

5.15* 


38.45 

5.60* 


W-610 

* 


150 


FLINTRIDGE — with Syphon Jet 
Elongated Bowl — 13" high — 

8 Gal. Tank 

For Supply and Stop add 

Approximately $1.25* 

For Seat add Approximately 




28.05 

7.45* 


41.51 

8.40* 


W-618 


150 


SIERRA — with Syphon Jet Plain 
Bowl — 8 Gal. Tank 

For Supply Pipe and Stop add 

Approximately $1.25* 




25.99 


38.45 






For Seat add Approximately 




5.15* 


5.60* 


W-623 


150 


CALAVERAS — with Syphon Jet 
Plain Bowl — 8 Gal. Tank 
(Companion to W-325, See 
Page 2) 




25.99 


38.45 






For Supply Pipe and Stop add 

Approximately $1.25* 












For Seat add Approximately 




5.15* 


5.60* 


W-627 


120 


BYRON — with reverse Trap Elon- 
gated Bowl — 7 Gal. Panel Tank 

For Supply Pipe and Stop add 

Approximately $1.25* 




21.73 


31.24 






For Seat add Approximately 




8.40* 


9.35* 


W-630 


120 


BERNARDO — with Reverse Trap 
Elongated Bowl — 7 Gal. 
Square Tank 




21.73 


31.24 






For Supply Pipe and Stop add 

Approximately $1.25* 












For Seat add Approximately 




8.40* 


9.35* 



N.B. — * Approximate prices on fittings and seats are shown for comparative purposes only; due to the wide variation in design, con- 
struction, finish, etc., prices on colored seats are for plain color. Consult your Master Plumber for exact prices. 9-1-36 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




W-63 1— CARLOS 




W-632— ORCUTT 




W-633— KENWOOD 




W-634— EL TORO 




PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-631 


1 15 


CARLOS — with Reverse Trap Plain 




19.65 


28.18 






Bowl — 7 Gal Square Tank 












For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




5.15* 


5.60* 


W-632 


1 15 


ORCUTT — Close Connected Re- 




22.07 


30.89 






verse Trap Combination with 
7 Gal. Square Tank 
For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




5.15* 


5.60* 


W-632'/, 


1 15 


Same as above but with 7 Gal. 




22.07 


30.89 




Panel Tank 












For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




5.15* 


5.60* 


W-633 


1 1 1 


KENWOOD— Close Connected 




18.69 


26.03 






Columend Wash Down Combi- 
nation 












For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




5.15* 


5.60* 


W-634 


1 10 


EL TORO — Close Connected 




17.86 


24.78 






Washdown Combination 












For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




5.15* 


5.60* 


W-636 


1 10 


GAVIOTA — with Wash Down Bowl 




16.99 


24.19 






7 Gal. Tank 












For Supply Pipe and Stop add 

Approximately $1.25* 

For Seat add Approximately 




2.90* 





N.B. * Approximate prices on fittings and seats ere shown for comparative purposes only; due to the wide variation in design, con- 

9-1-36 struction, finish, etc., prices on colored seats are for plain color. Consult your Master Plumber for exact prices. 



WASHINGTON-ELJER GUARANTEED PLUMBING FIXTURES 





W-638— HAMPTON 



W-639— SARDIS 






W-640— SARANAC 



W-641— OLYMPIA 



W-646— PLUMAS 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-638 


1 1 1 


HAMPTON — with Columend Wash- 
down Bowl — 7 Gal. Square 
Tank 




17.82 


25.44 






For Supply Pipe and Stop add 

Approximately $1.25* 












For Seat add Approximately 




5.15* 


5.60* 


W-639 


1 10 


SARDIS — with Sanafront Wash- 
down Bowl — 7 Gal. Square Tank 




16.99 


24.19 


6 




For Supply Pipe and Stop add 

Approximately $1.25* 












For Seat add Approximately 




5.15* 


5.60* 


W-640 


1 10 


SARANAC — Close Conn. Sanafront 
Washdown Combination 




17.86 


24.78 






For Supply Pipe and Stop add 

Approximately $1.25* 












For Seat add Approximately 




5.15* 


5.60* 






Add for Concealed Supply on all 
above Tanks, 7 Gal. 

8 Gal. 




1.13 

1.13 


1.13 

1.13 


W-641 


60 


OLYMPIA — Valve Combination with 
Octagonal Syphon Jet 
Bowl Only 




15.33 


22.98 






For Flush Valve, add 

Approximately $10.50* 












For Seat add Approximately 




6.55* 


7.50* 


W-646 


66 


PLUMAS — Valve Combination with 
Elongated Syphon Jet 
Bowl Only 




15.33 


22.98 






For Flush Valve, add 

Approximately $10.50* 












For Seat add Approximately 




7.45* 


8.40* 



N.B. — * Approximate prices on fittings and seats are shown for comparative purposes only; due to the wide variation in design, 
struction, finish, etc., prices on colored seats are for plain color. Consult your Master Plumber for exact prices. 



con- 

9-1-36 
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MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




PLATE 

No. 



WGT. 

LBS. 



NAME 



DESCRIPTION 



SIZE 

INCHES 



W-647 



58 EUGENE — Valve Combination with 



Plain Syphon Jet Bowl Only 



WHITE 



COLOR 



13.26 



19.92 



For Flush Valve, add 

Approximately $10.50* 

For Seat add Approximately 



5.15* 



5.60* 




W-647— EUGENE 



W-654— SAN MIGUEL 





W-661— ALAMO 



W-664— TAFT 




W-672— DEL NORTE BIDET 




W-676 — SANAX 



W-654 



52 SAN MIGUEL — Valve Combination 
with Plain Syphon Jet Bowl 
Only 

For Flush Valve, add 

Approximately $11.45* 

For Seat add Approximately 



16.19 24.32 



5.15* 5.60* 



W-660 



57 



ALAMO — Valve Combination with 
Elongated Reverse Trap Bowl 
Only 

For Flush Valve, add 

Approximately $11.45* 

For Seat add Approximately 



11.19 16.79 



7.45* 8.40* 



W-661 



50 



ALAMO — Valve Combination with 
Plain Reverse Trap Bowl Only 
For Flush Valve, add 

Approximately $11.45* 

For Seat add Approximately 



9.12 13.73 



5.15* 5.60* 



W-664 



49 



TAFT — Valve Combination with 
Sanafront Wash-down Bowl 
Only 

For Flush Valve, add 

Approximately $11.45* 

For Seat add Approximately 



6.46 9.73 



5.15* 5.60* 



W-672 



W-673 



70 



DEL NORTE BIDET — Complete with 
Chrome Plated Three-Valve 
Fitting with Removable Douche 



70 



Same as above but with Two-Valve 
Fitting with Removable Douche 



43.17 58.63 

37.83 53.30 



W-676 



70 



SANAX — Hospital Floor Bowl with 
Bed Pan Cleansing Jet Only 



For Stop and Supply to Bed Pan 
Cleansing Jet, add 
Approximately $2.50* 



For Flush Valve, add 

Approximately $10.50* 



19.50 



For Seat add Approximately $12.86* 



N.B. — * Approximate prices on fittings and seats are shown for comparative purposes only; due to the wide variation in design, con 
9-1-36 struction, finish, etc., prices on colored seats are for plain color. Consult your Master Plumber for exact prices. 
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WASHINGTON - ELJER GUARANTEED PLUMBING FIXTURES 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-678 


85 


RICARDO — Valve Combination with 




24.05 








Elongated Rim Syphon Jet 












Wall Bowl Only 








m v I 




For Flush Valve, add 








1 'tpb 




Approximately $12.20* 












For Seat add Approx. $10.17* 








W-678— RICARDO 












||£|||^ W-682 


70 


RINCON — Valve Combination with 




22.39 








Elongated Rim Blow-out Wall 












Bowl Only 












For Flush Valve, add 












Approximately $12.20* 








" 




For Seat add Approx. $10.17* 








W-682— RINCON 

A 














W-700EB— SYPHON JET 




W-7 1 OEB— BLOW-OUT 




W-716— SYPHON JET 




W-726— GLAM IS 



VITREOUS CLOSET 
BOWLS ONLY 



W-700LT 


85 


Syphon Jet, Wall Hung, Ext. Lip, 
Top Supply Bowl Only 




24.05 




W-700ET 


85 


Ditto Elongated Top Supply 




24.05 




W-700EB 


85 


Ditto Elongated Back Supply 
PRISON BOWLS— See Page 13 




24.05 




W-7I0LT 


70 


Blow-out, Extended Lip, Top Supply 
Bowl Only 




22.39 




W-7I0ET 


70 


Ditto Elongated Top Supply 




22.39 




W-7 1 OEB 


70 


Ditto Elongated Back Supply 




22.39 




W-7I3ET 


70 


Blow-out, Elongated, Top Supply 
13 In. High Bowl Only 




22.39 




W-7I3EB 


70 


Ditto Elongated Back Supply 
PRISON BOWL— See Page 13 




22.39 




W-716 


60 


:r 

Syphon Jet — 15" Octagonal, Top 
Supply Bowl Only 




15.33 


22.98 


W-726 


58 


GLAMIS — Syphon Jet Plain Bowl 
Top Supply 




13.26 


19.92 



10 



N.B. * Approximate prices on fittings and seats are shown for comparative purposes only; due to the wide variation in design, con- 
struction, finish, etc., prices on colored seats are for plain color. Consult your Master Plumber for exact prices. 9-1-36 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 



» 



» 




W-728— BABY 




W-730EB— ALTAMONT 




W-735EB — LEBEC 




W-756— LOCANTO 




W-762— COLUMEN D 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-726E 


66 


GLAM IS — Syphon Jet Elongated 
Bowl Top Supply 




15.33 


22.98 


W-727ET 


60 


LACOSTA— 13" Syphon Jet Elong. 
bowl Top Supply 




16.32 


24.52 


W-728 


52 


BABY — 10" Syphon Jet Plain Bowl 
Top Supply 

For use with Flush Valve Only 




16.19 


24.32 


W-730EB 


60 


ALTAMONT— 13" Syphon Jet 
Elongated Back Supply Bowl 
Only 




18.60 


27.92 


W-735B 


58 


LEBEC — Syphon Jet Plain Bowl, 
Back Supply, 15" High 




15.33 


22.98 


W-735EB 


64 


LEBEC — Syphon Jet Elongated Bowl 
Back Supply, 15" High 




17.39 


26.12 


W-752 


46 


LOCANTO — Reverse Trap Plain 
Bowl for Close Coupling 

c 




1 1.53 


16.45 


W-756 


46 


LOCANTO — Reverse Trap Plain 
Bowl 




9.12 


13.73 


W-756-E 


52 


LOCANTO — Reverse Trap Elon- 
gated Bowl 




1 i.19 


16.79 


W-762 


45 


COLUMEND — Washdown Plain 
Rim Bowl 




7.30 


10.99 



9-1-36 



II 



WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 





W-763— COLUMEND 



W-764— GLENN 





W-767— GLENN 



W-768— GLENN 





W-770— SANAFRONT 



W-772— GLENN 




W-780— SANAFRONT 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-763 


46 


COLUMEND— Washdown Plain 
Rim Bowl for Close Coupling 




8.16 


11.59 


W-764 


45 


GLENN — Washdown Plain Rim Bowl 
for Close Coupling 




7.32 


10.33 


W-767 

4 


55 


GLENN — Washdown Bowl Integral 
Seat 




8.53 




W-768 


49 


GLENN — Washdown Plain Bowl 
14" rough 




6.46 


9.73 


W-769 


52 


GLENN — Washdown Plain Bowl 
12" Rough 




6.46 


9.73 


W-770 


54 


SANAFRONT — Washdown Plain 
Bowl — 8" to 10" Rough 




10.46 


15.72 


W-771 


52 


SANAFRONT — Washdown Plain 
Bowl — 12" Rough 




6.46 


9.73 


W-772 


54 


GLENN — Wash Down Plain Bowl 
8" to 10" Rough 




10.46 


15.72 


W-780 


45 


SANAFRONT — Washdown Plain 
Rim Bowl 




6.46 


9.73 



N.B. — * Approximate prices on 



fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 
Consult your Master Plumber for exact prices, 



9-1-36 
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MADE IN THE WEST 



FACTORIES AT LOS ANGELES 







W-781 — SANAFRONT 



PLATE 

No. 



WGT. 

LBS. 



NAME 



DESCRIPTION 



SIZE 

INCHES 



WHITE 



COLOR 



W-781 



46 



SANAFRONT — Washdown Plain 



7.32 



10.33 



Rim Bowl for Close Coupling 





W-790 



80 



PENTRO — Blow-out Prison — Plain 
Bowl — Inf. Seat — Back Supply 
Angle Flange, Wall Outlet 



W-790— PENTRO 



26.18 




W-792 



W-793 



W-792— MENDOCINO 



80 



MENDOCINO — S. J. Prison Plain 
Bowl, Int. Seat, Back Supply, 
Wall outlet 



80 



Same as above except Floor Outlet 



27.45 



27.82 




W-794— CARCEL 



W-794BX 



50 



CARCEL — Blow-out Wall Hung 
Prison, Int. Seat, Narro, Back 
Supply. 12" Wide. 



21.98 







W-795— LINCANNO 



W-795BX 



75 



LINCANNO— S. J. Wall Hung 
Prison, Int. Seat Back Supply 



26.31 



W-796TX 



75 



Same as above except Top Inlet 



26.31 



9-1-36 
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WAS H I NGTO N - E L J E R GUARANTEED PLUMBING FIXTURES 



PLATE 

No - 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W-797BX 


75 


YERMO — Blow-out Wall Hung 
Prison, Int. Seat, Back Supply 




24.58 




W-798TX 


75 


Same as above except Top Inlet 




24.58 




W-797BX — YERMO 













VITREOUS CHINA FLUSH 
CASINGS and CLOSET TANKS 




W-900 W-901 

FLUSH CASING 




W-902— FLUSH CASING 




W-903— FLUSH CASING 




W-932 — 7 GALLON 




W-935 — 8 GALLON 




W-900 


3 


FLUSH CASING— Straight 


1 

l 






W-901 


3 


FLUSH CASING — Offset 


1.54 


3.07 


W-902 


7 


FLUSH CASING— Octagonal 


\ 

i 


3.02 


4.52 


W-903 


7 


FLUSH Casing — Rounded 








W-930 


75 


8 GALLON — Bottom Sup. Sq. Tank 
Plain Lid with Fittings 




1 1.19 


15.46 


W-931 


75 


8 GALLON — Back Supply Sq. Tank 
Plain Lid with Fittings 




12.40 


16.66 


W-932 


65 


7 GALLON — Bottom Supply Sq. 
Tank Plain Lid with Fittings 




10.52 


14.45 


W-934 


65 


7 GALLON — Back Supply Sq. Tank 
Plain Lid with Fittings 




1 1.73 


15.66 


W-935 


80 


8 GALLON — Bottom Supply Sq. 
Tank, Shelf Lid with Fittings 




12.14 


16.41 


W-936 


80 


8 GALLON — Back Supply Sq. Tank 
Shelf Lid with Fittings 




13.35 


17.61 


W-937 


70 


7 GALLON — Bottom Supply Sq. 
Tank, Shelf Lid with Fittings 




1 1.47 


15.40 


W-938 


70 


7 GALLON — Back Supply Sq. Tank, 
Shelf Lid with Fittings 




12.68 


16.61 


W-939 


75 


8 GALLON — Bottom Supply Panel 
Tank with Fittings 




1 1.19 


15.46 


W-940 


75 


8 GALLON — Back Supply Panel 
Tank with Fittings 




12.40 


16.66 


W-941 


65 


7 GALLON — Bottom Supply Panel 
Tank with Fittings 




10.52 


14.45 


W-942 


65 


7 GALLON — Back Supply Panel 
Tank with Fittings 




1 1.73 


15.66 
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9-1-36 





MADE IN THE WEST 



FACTORIES AT LOS ANGELES 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 
















j 


W-943 


90 


8 GALLON — Bottom Supply 

Straight Panel Tank with Fittings 




13.33 


17.59 




W-944 

w 


90 


8 GALLON — Back Supply Straight 




14.53 


18.79 


W-943 — 8 GALLON 














v'~- 


W-965 


19 


SHELF TOP COVER WITH BACK 
If sold with Tank, add 
If sold separately, each 




.95 

2.98 


.95 

4.52 








W-965— SHELF TOP 




IS 

18 


REGULAR COVERS— 7 Gal. 

8 Gal. 




2.72 

3.00 


4.14 

4.53 


_ " ii 


W-970 


55 


HIGH TANK— Less Fittings 




1 1.79 










3 Gal. No. 1 








1 J 




85 


5 Gal. No. 3 

For Simplex Automatic Fittings 

Add $6.27* 

For II/ 2 " Yeteve Automatic Flush 
Valve Fitting Add $13.32* 




14.80 




W-970— HIGH TANK 












VITREOUS CHINA SERVICE 
SINKS (Less Fittings) 



w 

W- 1 450— SERVICE SINK 




W- 1 453— SERVICE SINK 



W-1450 


125 


SERVICE SINK— R. R. Floor Type, 
Top Supply Int. Trap 


21x21 


86.10 








For Flush Valve, add 

Approximately $12.20* 












For Service Sink Fixture with 
Bucket Hook and Support 
add Approximately $10.03* 








W-1453 


90 


SERVICE SINK— R. R. Wall Hung, 
Top Supply Int. Trap, less 
Hanger 


21x21 


79.26 




W-1454 


90 


SERVICE SINK— R. R. Wall Hung, 
Bk. Supply Int. Trap, less 
Hanger 


21x21 


79.26 








For Flush Valve, add 

Approximately $12.20* 












For Service Sink Fixture with Bucket 
Hook and Support add 
Approximately $10.03* 









N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 
9-1-36 Consult your Master Plumber for exact prices. 
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WASHINGTON-ELJER GUARANTEED PLUMBING FIXTURES 




w- 1 455— SERVICE SINK 




W- 1 457— SERVICE SINK 




W-1458— BED SHEET WASHER 




W- 1 470— W- 1 47 1 
TRAP STANDARD 




W- 1 472— W- 1 473 
TRAP STANDARD 



PLATE 

No. 



W-1455 



W-1457 



WGT. 

LBS. 



W-1458 



W-1470 



W-I47I 



W-1472 



W-1473 



120 



100 



171 



38 



37 



33 



34 



NAME 



DESCRIPTION 



SERVICE SINK— R. R. with Inf. Bk. 
for Cast Iron Trap Std. less 
Strainer and Cast Iron Trap 



For Fittings as shown add 
Approximately 



$4.80* 



SERVICE SINK— R. R. less Back for 
Cast Iron Trap Std. less Strain- 
er and Cast Iron Trap 

For Service Sink Fixture with Bucket 
Hook and Support add 
Approximately $ 1 0.03 * 



BED SHEET WASHER— Int. Flush- 
ing Rim less Trap and Pipe Std. 

For Flush Valve, add 

Approximately $ I 1 .45* 

For Iron Pipe Stand add $ I 1.19* 



SIZE 

INCHES 



TRAP STANDARD— For 3" or 4" 
Lead Pipe. Enameled Inside 
Ptd. Outside 

TRAP STANDARD— With Split 
Floor Flange. For 3" or 4" 
Cast Iron Soil Pipe. Enameled 
Inside, Ptd. Outside 

NOTE: — Not furnished regularly 
with Brass Clean-out Plug or 
Vent. 



TRAP STANDARD— For 3" or 4" 
Lead Pipe. Enameled Inside 
Ptd. Outside 

TRAP STANDARD— For 3" or 4" 
Cast Iron Soil Pipe. Enameled 
Inside, Ptd. Outside 



20x22 



20x22 



WHITE 



46.64 



36.65 



97.03 



COLOR 



REGULAR REGULAR 
ENAMEL ENAMELED 
WHITE ALL OVER 




N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. V-I-J6 
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MADE IN THE WEST 



FACTORIES AT LOS ANGELES 




W- 1 474— W- 1 475 
TRAP STANDARD 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 




REGULAR 

ENAMEL 

WHITE 


REGULAR 
ENAMELED 
ALL OVER 












W-1474 


37 


TRAP STANDARD — Tapped for 














2" 1. P. Enameled Inside, 
Ptd. Outside 






9.62 


13.03 


W-1475 


36 


TRAP STANDARD — Tapped for 














3" 1. P. S. Enameled Inside, 
Ptd. Outside 














All Trap Standards figured with 














C. P. Strainers 












VITREOUS CHINA URINALS 
(Less Fittings) 



W-1700 



190 



STALL URINAL — Straight Front 
with Integral Spreader 

For Flush Valve, add 

Approximately $ I 1.19* 



For Universal Strainer, add 
Approximately 



$2.73* 



For Boyle I/ 2 " Valve- 
Application 



-Price on 



SIZE INCHES WHITE COLOR 



18 



49.84 




W-I70I— STALL URINAL 



W-I70I 



190 



STALL URINAL— Ext. Wings 
with Integral Spreader 

For C. P. Flush Pipe as Shown 

add Approximately $2.85* 

For Universal Strainer, add 

Approximately $2.73* 

See Page 15 for Price on Urinal, 
Tanks and Fittings 



18 



55.70 




W- 1711 W-I7I4 

SHIELD COVER 



W-I7I I 
W-I7I4 



Straight Front Seam Cover 



Extended Shield Cover 



S 3 12.53 

\ 6 17.92 



I 3 
\ 6 



14.33 

20.58 



N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 
9-1-36 Consult your Master Plumber for exact prices. 
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WASHINGTON -ELJER GUARANTEED PLUMBING FIXTURES 




W-1704— EL MOLINO 



PLATE 

No. 



WGT. 

LBS. 



NAME 



DESCRIPTION 



SIZE 

INCHES 



WHITE 



COLOR 



W-1704 



86 



EL MOLINO— Pedestal 



34.42 



For Flush Valve, add 

Approximately $ 1 2. 1 9* 




W- 1 707— EL NOGAL 




W-1707 



W-I7I0 



W-I7I0B 



W-I7I0 — EL PASO 



EL NOGAL — Wall Hung F.B. Ext. 
Wings 

For Flush Valve, add 

Approximately $12.19* 



EL PASO — Wall Hung, F.B. Sy. Jet 
Top Supply 



EL PASO — Wall Hung, F.B. Sy. Jet 
Back Supply 

For Flush Valve, add 

Approximately $ 1 2. 1 9* 



43.31 



22.32 



22.32 




W-1725 



W-1726 



W-1725— BEDFORDSHIRE 



45 BEDFORDSHIRE— Wash-out Flush- 

ing Rim Top Supply for Iron 
Pipe Connection 

45 BEDFORDSHIRE — Same as above 

except for Putty Connection 



13.73 

13.73 
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N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 

Consult your Master Plumber for exact prices. 



MADE IN THE WEST 



FACTORIES AT LOS ANGELES 






W-1805— LA RENA 



W- 1 808— LA BORDO 






W-I8I0— LA BRUN 



W- 1 8 12— LA MANTA 



W-I8I7 — EL NICHO 



PLATE 

No. 


WGT. 

LBS. 


NAME DESCRIPTION 


SIZE 

INCHES 


WHITE 


COLOR 


W- 1 802 


92 


LA MESA — Squared Base Pedestal 
with Integral Slant Stream Bub- 
bler and Self Closing Valve 
with Stop 


30 


58.36 


77.29 


W- 1 804 


92 


LA VERNE — Round Base Pedestal 
Fitted as above 


30 


58.36 


77.29 


W-1805 


44 


LA RENA — Beveled — Wall Hung 
pitcher shelf — less Ice water 
faucet. With Integral Slant 
Stream Bubbler and Self Clos- 
ing Valve with Stop. 




40.32 


52.54 






Add for Ice Water Faucet 

Approximately $1.77* 








W-1808 


45 


LA BORDO — Beveled — Wall Hung 
with Integral Slant Stream Bub- 
bler and Self Closing Valve 
with Stop 




32.18 


39.91 


W- 1 809 


45 


LA BORDO — Same as above ex- 
cept with Stream Regulator 
(L. A. Board of Education 
Type) 




35.74 


43.47 


W-I8I0 


45 


LA BRUN— Rounded— Wall Hung 




32.18 


39.91 






Add for Stream Regulator on 
W-1805, W-1808, 

W- 1810 $3.56* 








W- 1812 


45 


e 

LA MANTA — Oval Wall Hung on 
Trap, Integral Slant Stream 
Bubbler and Self Closing 
Valve with Stop 




18.32 


22.65 


W-I8I5 


75 


EL NICHO — Recess with Slant 
Stream Bubbler Self Closing 
Valve and Stop. P. Trap with 
Cleanout 


16x29 


55.04 


73.76 


W-I8I7 


75 


EL NICHO — Recess — Same as 
above except with Ice Water 
Faucet 


16x29 


58.20 


76.92 



N.B. — * Approximate prices on fittings are shown for comparative purposes only; due to wide variation in design, weight, finish, etc. 
9-1-36 Consult your Master Plumber for exact prices. 
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WAS H I N GTO N - E L J E R GUARANTEED PLUMBING FIXTURES 



VITREOUS CHINA "BUILT-IN" BATH ROOM ACCESSORIES 




Plain Recess 
Soap Holder 




Recess Soap Holder 
Plain Design 




Recess Soap Holder 
With Drain Spout 




Recess Soap Holder 
With Grab Bar 
Drain Spout 




Recess 

Roll Paper Holder 
Nickel-Plated Coil 
Spring Roll Holder 



PLATE 

No. 



W-2301 

W-2401 



SIZE 




INCHES 


WHITE 



W-2602 



W-2610 



W-2612 



W-2632 



3x6 

4x6 



6x6 



6x6 



6x6 



6x6 



.50 

1.08 



1.25 



COLOR 



1.00 

2.16 



2.50 



1.42 2.83 



2.00 4.00 



1.50 3.00 




Draining Recess 
Soap Holder 




Non-Draining 

Recess 

Soap Holder 




Recess Soap Holder 
With Grab Bar 




Non-Draining 
Recess Soap Holder 
With Grab Bar 




Recess 

Roll Paper Holder 
(No Roller Required) 



PLATE 

No. 



W-2305 

W-2405 



W-2606 



W-2608 



W-2604 



W-2634 



SIZE 

INCHES 



3x6 

4x6 



6x6 



6x6 



6x6 



6x6 



WHITE 



.83 

1.25 



1.42 



1.66 



2.00 



1.50 



COLOR 



1.66 

2.50 



2.83 



3.33 



4.00 



3.00 
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MADE IN THE WEST • FACTORIES AT LOS ANGELES 



VITREOUS CHINA "BUILT-IN" BATH ROOM ACCESSORIES 




Recess Sponge Holder 
Shell Design Lip 




Projecting 
Tooth Brush 
Tumbler Holder 




Razor Strop 
Hoolc 




Pedestal 
Soap Holder 
Octagonal Design 
With Drain Spout 
Fits any Lavatory 
Faucet Hole 



PLATE 

No. 



W-2624 



W-2620 



W-2633 

W-2432 



W-2410 




SIZE 

INCHES 



6x6 



6x6 



6x6 

4x4 



WHITE 



1.50 



1.25 



1.25 

1.25 



.67 



SHELF BRACKETS 



Priced Per Pair 



COLOR 



3.00 



2.50 



2.50 

2.50 



.33 




W-2444 


4x4 


1.00 


2.00 


W-2645 


6x6 


1.25 


2.50 




Projecting Shell 
Tooth Brush 
Tumbler Holder 




Recess 

Tumbler Holder 




Robe Hook 




Projecting Shell 
Soap Holder 




PLATE 

No. 



W-2312 



W-2622 



W-2664 

W-2463 



W-2314 



SIZE 




INCHES 


WHITE 



3x6 



6x6 



6x6 

4x4 



3x6 



□ c 



1.42 



.83 



1.50 

1.50 



.67 



COLOR 



Towel Bar Holdors 

Bar holders measure 2"x2 , /2" ah base. 
7 / 8 m square. 



Priced Per Pair. 



W-2225 



2.83 



1.67 



3.00 

3.00 



1.33 




1.67 3.33 



9 - 1-36 
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